CAN'T FIND WHAT YOU'RE LOOKING FOR? 


Email your enquiries to theteam@highgateair.com.au - we are here to help you! 
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Visit www.highgateair.com.au for the latest and most complete list of Thermostats. 
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THERMOSTATS 


Highgate has you covered. 
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CALL NOW ОМ 
1800 15 15 15 


THERMOSTATS 


Electronic Thermostats | Mechanical Thermostats 


ELECTRONIC THERMOSTATS 


12V 


12V 


12V 


12V ELECTRONIC THERMOSTAT, 
ADJUSTIBLE, SUITS EV-11202, 
EV-11262 


12V ELECTRONIC THERMOSTAT, 
PRE-SET SUITS EV-11242, EV- 
11282 


12V ELECTRONIC THERMOSTAT, 
PRE-SET SUITS EV-11312, EV-12152 


THE-11202 THE-11242 THE-11246 


24V 


12V 


24V ELECTRONIC THERMOSTAT, 
ADJUSTIBLE, SUITS EV-11284 


THE-11284 THE-28420 


COOLTEMP MOST COOLTEMP 
SINGLE THERMOSTAT SYSTEMS 


MECHANICAL THERMOSTATS - (SUITS 12V & 24V) 


460MM 18" UNIVERSAL AIR- 
CHIEF THERMOSTAT 


914MM 36" UNIVERSAL AIR- 
CHIEF THERMOSTAT 


71R3200 24" UNIVERSAL PRESET 
RED DOT THERMOSTAT 


TH-20460 TH-20914 TH-20920 
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THERMOSTATS 


Mechanical Thermostats 


ZZ 
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71R2250 36” UNIVERSAL 
ADJUSTABLE RED DOT 
THERMOSTAT 


71R3150 16” UNIVERSAL PRESET 
RED DOT THERMOSTAT 


1220MM 48" UNIVERSAL AIR- 
CHIEF THERMOSTAT 


TH-20925 TH-20930 TH-21220 


2000MM 75” UNIVERSAL AIR- 
CHIEF THERMOSTAT 


1500MM 59” UNIVERSAL AIR- 
CHIEF THERMOSTAT WITH LONG 
THREAD 


2000MM 78” UNIVERSAL 
RANCO THERMOSTAT WITH 
LONG SHANK 


TH-21900 TH-21950 TH-21960 


610MM 24” UNIVERSAL AIR- 
CHIEF THERMOSTAT 


TH-20560 TH-22430 
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430MM 17" PRESET UNIVERSAL 
THERMOSTAT - SUITS 
COMMODORE VN,VR,VS 


THERMOSTATS 


Thermistors | Thermo Amplifiers 


12V 12V 12V 7 


UNIVERSAL 12V UNICLA U/DASH AIR-CHIEF 12V THERMISTOR - FANDEN 74712 ОЕ aii Ж 
THERMISTOR SUITS EV-11202 40080. THERMISTOR ALSO Ж 
SUITS MODELS 611747850 ; 


THM-10100 THM-11202 THM-11472 


THERMO AMPLIFIERS 


12V 12V 
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UNIVERSAL 12V UNIGEA UNDER: COOLTEMP 12V OE: 51531-41870, 
желік ыт ША POPULAR THERMO-AMP 75005, СЕТ5005 
JAPANESE UNDERDASH , 


THO-10112 THO-11312 
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THERMOSTATS 


Knobs 
Л KNOBS Г 
И 


Г THERMOSTAT KNOB 
j SNOWFLAKE SYMBOL THERMOSTAT KNOB FAN KNOB - FAN SYMBOL 
Photo unavailable. 
Please check 
| highgateair.com.au 
229222 


THERMOSTAT КМОВ - SUITS 
В9777 


КМ-25470 КМ-25475 


ҒАМ KNOB - SUITS R9777 
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THERMOSTATS 


HI- COOL- 


A/C SYSTEM ADDITIVE 


See page 610. 


HI-COOL™ - Designed to improve A/C system performance on all types of vehicles and much more. 
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